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SUPERVISOR'S MANAGEMENT LOG supervisors name 
CHICAGO POLICE DEPARTMENT 

Stephen Franko 



WATCH 

UNIT /BEAT 

VEHICLE NO. 

DATE 

1 

008/810 


20 OCT 14 


111--- 


NAME 

R Durkin, Daniel 


Brady, Terry 


DAILY ASSIGNMENT ACTIVITY REPORT DEFICIENCIES 


STAR NO. 

15473 


STAR NO. 

6442 


LOCATION 


y /v\OTb\V£ 


CALL NO. 

812R 

NAME STAR NO. 

Vega, Martha 8526 

OUTSIDE NO. 

NAME STAR NO. 

Krawczyk, Tom 13171 

DAILY ASSIGNMENT ACTIVITY REPORT DEFICIENCIES 


PRIORITY PROBLEMS/DIRECTED MISSION ASSIGNED 

Burglaries 5500 - 5900 / Harlem - Oak Park 


OPERABLE 4 LOGGED ON TIME_ 

INOPERABLE (If inoperable, give Help Desk Ticket #) 


H«t 






CALL NO. 

813R 

NAME STAR NO. 

Mondragon, Janet 4364 

OUTSIDE NO. 

rm 

NAME STAR NO. 

Sebastian, Daphne 2763 


o\v\S 


PRIORITY PROBLEMS/DIRECTED MISSION ASSIGNED 

urglaries 6000 - 6400 / Melvina - Natoma 


_ OPERABLE 4 LOGGED ON TIME 

NO YES Q] INOPERABLE (If Inoperable, give Help Desk Ticket #) 


1*3 ** 


DAILY ASSIGNMENT ACTIVITY REPORT DEFICIENCIES 


CALL NO. NAME 

814R Guzman, William 




PRIORITY PROBLEMS/DIRECTED MISSION ASSIGNED 

Burglaries 5900 - 6500 / Pulaski - Kolmar 


OPERABLE 4 LOGGED ON TIME_ 

INOPERABLE (If Inoperable, give Help Desk TtckBt It) 


B ay. 

►:< 



Rosas, Fili 


DAILY ASSIGNMENT ACTIVITY REPORT DEFICIENCIES 


CALL NO. 

815R McElligott, Joseph 


NAME 

Gaffney, Thomas 


DAILY ASSIGNMENT ACTIVITY REPORT DEFICIENCIES 




CALL NO. 

831R Konrath, David 


OUTSIDE NO. NAME 

O \ S Dixon, Marlon 


DAILY ASSIGNMENT ACTIVITY REPORT DEFICIENCIES 


NAME 

Belmontez, Michael 


NAME 

Vance, Anthony 


DAILY ASSIGNMENT ACTIVITY REPORT DEFICIENCIES 


STAR NO. 

5894 


STAR NO. 

10126 


STAR NO. 

18715 


STAR NO. 

19958 


STAR NO. 

13148 


STAR NO. 

13948 


■ST** V* PmvaTKJ 




PRIORITY PROBLEMS/ DIRECTED MISSION ASSIGNED 

Narcotics 4300 - 4700 / Laramie - Cicero 


OPERABLE & LOGGED ON TIME_ 

INOPERABLE (If Inoperable, give Help Desk Ticket #) 


HER 



|I»V 


fru5| AtvxUfcCU \Ce^/iv£ 


PRIORITY PROBLEMS/DIRECTED MISSION ASSIGNED 

Burglaries 4700 - 5300 / Keating - Keeler 


IN-CAR CAMERA [_| OPERABLE 4 LOGGED ON TIME_ 

□ NO ra YES INOPERABLE (If Inoperable, give Help Desk Ticket # 


4VaJwWU 71^* 5-f. Lx>v)i_f 


PRIORITY PROBLEMS/DIRECTED MISSION ASSIGNED 

Robberies 6800 - 7200 / California - Rockwell 


STAR NO. ... 

7025 


STAR NO. 



I* 1 * P\jW)d ksbj 


PRIORITY PROBLEMS/DIRECTED MISSION ASSIGNED 

11830 Burglaries 6500 - 7700 / Cicero - Lawndale 


OPERABLE & LOGGED ON TIME_ 

INOPERABLE (If Inoperable, give Help Desk Ticket # 




CALL NO. 

835R 

NAME STAR NO. 

Richardson, Dawn 12809 




1 

NAME STAR NO. 

Smith, Brandy 14517 

PRIORITY PROBLEMS/DIRECTED MISSION ASSIGNED 

Burglaries 7900 - 8300 / California - Rockwell 

kwlWMil 


R 

NAME STAR NO. 

Fontaine, Dora 4484 


* i^falUJbs) 



NAME 

Viramontes, Rick 


DAILY ASSIGNMENT ACTIVITY REPORT DEFICIENCIES 


STAR NO. 

10590 


PRIORITY PROBLEMS/DIRECTED MISSION ASSIGNED 



RA □ OPERABLE & LOGGED ON TIME_ 

YE ® | I INOPERABLE (If inoperable, give Help Desk Ticket U) 



OIG 15-0564 000151 































































































TO: 13127463591 


From: (3127478518) 
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DELAYED RESPONSE RADIO ASSIGNMENTS/RADIO ASSIGNMENT PENDING (RAP) NOTIFICATIONS 


ASSIGNED MISSIONS (TYPE, LOCATION, TIMES) PARK CHECKS (LIST PARK NAME, CONTACT PERSON, TIME) f—I MISSION 

I—I RELATED 


□ MISSION 
RELATED 


__ , Note: Check appropriate bo* (o Indicate when an assignment / coll Is Domeetlc Violence (DV) or 

ASSIGNMENTS/RADIO CALLS RESPONDED TO / OEMC INTERVENTIONS Abandoned BuHdino(AB) related. 


sr . - . :: ■" ”"r - p ; 

¥. m ' ■ ‘. ' - - * --—I 




SPQ) A, 




D)V D*B 


□^□ 4 . 


□ ov Q. 


□ oyQ*« 


Qdv n»B 


□ ov Qab 


□ DV □** 


OoV^AB 


Qw Qb 


O □*» 


□ dv □»* 


Qov Qab 


□dv Qab 


□ > O 


Q ,v O 


<bo sr vi/c. 


o\SS 


skills 


CONDUCTED CHECK OFF ROLL CALL YES Q NO (IF NO, EXPLAIN BELOW IN NARRATIVE.) 


vjOAlCOct VJr4”T Q- 


NARRATIVE / COMMENTS (items to be documented include checks of licensed establishments, schools, transportation facilities & shopping centers 

PRIORITY PROBLEMS FOR FOLLOWUP BY NEXT WATCH ADDITIONALLY. ANY ITEMS REQUIRED BY OTHER DIRECTIVES CAN BE INCLUDED HERE.) 


&/>< : ^7^' V O/V^pJ <&\S- 


AS 


[SERGEANT’S SIGNATURE 

STAR NO. 

DATE 


1381 

20 OCT 14 


200CT 2014 



OIG 15-0564 000152 


































